Another user for Des.9o-41 
Al Glass (#2840) 


Below is reproduced a cover strip (graphically 
cropped from a full envelope) which I recently 
acquired. It shows use of a Schermack coil with 
perfin Des. 90-41 in it. However, the Company 
identification in the perfin catalog is for Meyer Roth 
(or is it Meyer Both?) while the cover shows use by 
the Graphic Arts Co. In addition to this, I also have a 
privately used copy of the same pattern. It is on a 
postcard mailed at Armour Station, Chicago. 


GRAPHIC ARTS CO. 
167-3169 Denrborn St. 
Chicago 


Do any of you have this perfin on cover? Over the 
last eighteen years I have maintained a census of 
perfinned Schermacks on cover and have only seen 
two covers with this pattern (both mine). 


Is the cover from which the user ID was determined 
still out there? Can anyone help with more 
information about the user ID? Thanks for any help 
you can give concerning this pattern. 
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